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Registered : 24-05-2021 06:08:09 PM 
Patient Name : IBRAHIM ABDELHADI MOHSM ED SBDOU SOLIM AN 








Code : A26659017 


Name Result Referance Range 


Covid 19 by PCR [Negative Negative 


N.B. :Source: Nasopharyngeal Swab 








